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SUBJECT: U.S. CENTRIFUGAL WAFER PROCESSING SYSTEM TO 
BULGARIA - IL 1355 

REF: A. COCOM DOC (78) 428 B. 78 PARIS 21173 

IN RESPONSE TO GERMAN QUESTION REF B. THE STATMENT 
REFERING TO "...DISCRETE STANDARD SEMI-CONDUCTOR DEVICES.." 

WAS INTENDED TO COMMUNICATE THE FACT THAT THE MACHINES 
LOGIC FUNCTIONS ARE NOT CONTROLLED BY CIRCUITS INTEGRATED 
INTO A SINGLE MICRO-PROCESSOR PACKAGE. THE LOGIC FUNCTIONS 
ARE MOST CERTAINLY COMPOSED OF SEVERAL SEPARATE (DISCRETE) 

CMOS AND TTL INTEGRATED CIRCUITS NOT SPECIALLY DESIGNED OR 
PROGRAMMED FOR THE CENTRIFUGAL WAFER PROCESSING SYSTEM. 

THE AFOREMENTIONED STANDARD INTEGRATED CIRCUITS ARE 
READILY AVAILABLE FOR ANY IMAGINATIVE USE BY LOGIC 
DESIGNERS. VANCE 
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